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[Abstract:] Requests agitator with treadle... 1025 


Treasury Department, 

Office of the Director of the Mint, 
Washington, D.C., 

October 23, 1880 


Sir: 


I have received your letter of the 22nd instant relative to an agitator for the Assayer to 
operate with a treadle, and enclosing sketch of the same. I will thank you to cause it to be 
prepared and forwarded. Referring to my letter of the 20th I have to request that you will cause 
the number of humid assay bottles required to be increased to four dozen, and two portflagons 
additional ordered. 


Very respectfully, 
R.E. Preston 
Acting Director 


A. Loudon Snowden, Esq. 
Supt. Mint U.S. 
Philada. 


